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TAGS: NATO OVIP MARR 

SUBJECT: RATIONALIZATION OE LOGISTICS: PROPOSED VISIT 
TO EUROPE BY DR. JOHN J. BENNETT 

REF: STATE 174826 

SUGGEST THAT DR. BENNETT, AS HE ORIGINALLY PLANNED, SKIP 
DENMARK DURING HIS EUROPEAN VISIT. BOTH EMBASSY AND 
DANISH GOVERNMENT OEEICIALS WILL BE DEEPLY INVOLVED IN 
SEPTEMBER IN THE NATO PARLIAMENTARIANS CONEERENCE HERE. 
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